25X1 A 

21337 


21238 

25X1 A 

21240 


5 1248 


22727 

02728 

23014 

23349 
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SERIAL 

NUMBER 

LOCATION 

INST. 

SNCIHK 

INST. 

ARTICLE SEHV. 

REP. 

STIC 

REMARKS 

14704 

Hamilton 

Standard 



X 

April 

Overhaul 

20828 

21236 

Hamilton 



X 

X 

Unk. 

In Trans 1 

to 0@pot 

Overhaul 


standard 


Hamilton 

Standard 


PA C 


X 


X 


X 


X 




25X1 A 


Being Held 25X1 A 
Pending Plight 

Check 358 


In Transit 

to ItefKit 


Being Held 
Pend inf Flight 
Check 358 25X1 A 


In Transit 

to Repot 

Betaahttan!. 
In Transit 

Oapet 

Overhaul 



25X1 A 


Reatoved 358 

In Transit i 

!>' 


Oetaehmeat 
In Transit 

Depot 


Overhaul, Btsser- ! 
gency System Re- j 
vealed .tew Flows : 
At Several 
Poin ts. (R fc c^5X 1 A 
Prow i 
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MgjjBBB LOCATION 

23350 FAC 


24777 LAC 

25X1/1 

24778 


Ilf ST, 
ENGUfis; 


IKST. 

ARTICLE SEHV. agP. STIC 


X 


24 779 


612432 

610427 


348 

356 X 


Last 
25X1 A 


X 


'25X1 A 
Overhaul For 
Calibration 

(Sec, frowf 


Conversion 

To Be Flight 
Checked 23 Jan, 
or When Vest her 
Pssrssit/a 

25X1 A 

Per IcQuast 


For Test and 
Toar ©own 


35008 


61 04m 

3 59 

Presently Bader 
Flight Test 





24 . Jan 84 

3 $009 

lac 

612412 

382 

A/C Conversion 

3 SI 14 

PAC 



K Over haul 

35115 

PAC 



X Overhaul - Bad 


Seal#, Special 
Seat Kit P/S 
18404 Banner 
to PAC to Co«~* 


Or«rhaul 
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